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3 March 1983 


MEMORANDUM FOR: Chief, Information and Analysis Branch, 
Office of Personnel 


25X1 FROM: 

Director, National Intelligence Emergency 

Support Office 
SUBJECT: National Intelligence Emergency Support 
Office Personnel Ceiling 
1. The National Intelligence Emergency Support Office 

25X14 (NIESO) has been authorized ositions by Congress. A total 
25X1 Full-Time Equivalent (FTE) o has been budgeted in FY 1983: 
95X1 [_|FTE full-time with permanent appointment and 4 FTE for other 


employment. 
2. It is requested that the above FTE be inserted into the 


personnel system for reporting "ceiling" of the NIESO FTE 
Report. 


25X1 


25X11 
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